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DOCKET 71-0734 METALS EVALUATION & TESTING, INC.

9203040310 Requests registration as user of Models IR-50.671720V40V 65oC-
10,9036 & 100A.QA program encl.Fee paid.

MASSEY.B. Metals Evaluation & Testing, Inc. 91/12/03. Transportation Branch 2po
60866:089-60866:097.                                                                                                 '

-9203040312 "QA Program for Use.Maint & Repair of Shipping Containers for Radioac-
tive Matl."

*  Metals Evaluation & Testing, Inc. 91/12/03. 7pp. 60866:091-60866:097.

DOCKET 71-0735 GENERAL ELECTRIC CO.

9203120193 Application for QA program approval for radioactive rnatl package:0735.Fee
paid.

HOLBACH.T. General Electric Co. 92/03/12. Office of Nuclear Material Safety &
Safeguards. 1p. 60930:330-60930:333.

-9203120198 "10CFR71 QA Program for Radiography & Sealed Sources."

*  General Electric Co. 92/03/12. 3pp. 60930:331-60930:333.

DOCKET 71-4986 MODEL: RA-2, RA-3, GENERAL ELECTRIC CO.

9203300305 Summary of 920318 meeting w/GE in Rockvilfe.MD re vendor requests for
amend to Certificate of Compliance 9019 for Model BU-7 & Certificate of Compliance
4986 for Model RA-2/RA-3 package.

OSGOOD.N.L.   Transportation   Branch.   92/03/25.   Transportation   Branch.   3pp.
61203:205-61203:205.

DOCKET 71-5341 MODEL: NFP-55, BABCOCK & WILCOX CO.

9203100050 Notification of 920225 meeting w/B&W Fuel Co in Rockville.MD to discuss
new package design to replace Models NFP-55 & DOT-6M Type B packages.
BAILEY.M.G.   Transportation   Branch.    92/03/05.   Transportation   Branch.    1p.
60885:355-60885:355.

9203190009 Requests extension of certificates of compliance for containers undergoing
redesign until 921231 .Extension will allow add! testing.purchase of inner containers &
completion of SAR.including time for NRC review of SAR.

OLSEN.A.F.  Babcock &  Wilcox Co.  92/03/13.  MACDONALD.C.E. Transportation
Branch. 1 p. 60990:013-60990:013.

DOCKET 71-5362 MODEL: NATICK IRRADIATOR, AGRICULTURE, DEPT. OF

9203130282 Requests that encl info in ref to 911022 application, requesting renewal of
Certificate of Compliance 5362 for Model Natick Irradiator be provided within 30 days
of Itr. Requested info in connection w/review of subj application.
MACDONALD.C.E. Transportation Branch. 92/03/11. SHARP.D.R. Agriculture, Dept.
of. 2pp. 60933:108-60933:109.

DOCKET 71-5607 MODEL: T-2, ENERGY, DEPT. OF

9203050026 Application for renewal of Certificate of Compliance 5607 for T-2 shipping
cask.

WANGLER.M.E.   Energy,   Dept.   of.   92/02/26.   MACDONALD.C.E.   Transportation
Branch. 1 p. 60852:174-60852:174.

DOCKET 71-5796 MODEL: 181375, 181361, ADVANCED MEDICAL SYSTEMS, INC.

9203060237 Application for renewal of Certificate of Compliance 5796 rev 11 for Model
181375 & 181361 shipping containers.

STEIN.S.J. Advanced Medical Systems, Inc. 92/02/27. MACDONALD.C.E. Transpor-
tation Branch. 1p. 60888:181-60888:191.

-9203060268 QA Procedure QA 1014B, "Exchange Container Contamination Control
Record."

*  Advanced Medical Systems, Inc. 87/03/20. 1p. 60888:182-60888:182.

-9203060276 Rev D to QA Procedure QA 1014A, "Radioactive Matl Shipping Record."

* Advanced Medical Systems, Inc. 84/11/05. 2pp. 60888:183-60888:184.

-9203060278 Rev G to Procedure QA 1014, "Insp Procedure for Containers W/Over-
packs Authorized for Shipment of Radioactive Matls."

*  Advanced Medical Systems, Inc. 91/06/20. 4pp. 60888:185-60888:191.

9203190139 Advises that NRC Certificate of Compliance 5796 does not bear (U) prefix
but.based on review of certificate of compliance documentation previously submitted
package qualifies as B(U) package.Clarification requested.

STEIN.S.J. Advanced Medical Systems, Inc. 92/03/10. MACDONALD.C.E. Transpor-
tation Branch. 1p. 60977:173-60977:173.

DOCKET 71-5797 MODEL: INNER ft OUTER HFIR UN, ENERGY, DEPT. OF

9203060202 Forwards response to NRC 911009 request for addl info re HFIR gnjrradiat-
ed fuel package to continue review of application for amend to Certificate of Compli-
ance 5797.

WANGLER.M.E.   Energy,   Dapt.   of.   92/02/26.   MACDONALD.C.E.  Transportation
Branch. 10pp. 60866:345-60866:354.

DOCKET 71-5805 MODEL: CNS 3-55, CHEM-NUCLEAR SYSTEMS, INC.

9203190004 Requests registration as user of model CNS 3-55 cask & that future Info for
package be forwarded to G Geer at listed address.

JOYCE.T. Commonwealth Edison Co. 92/03/05. MACDONALD.C.E. Transportation
Branch. 1p. 60990:306-60990:306.

9203190312 Advises of registration as user of Certificate of Compliance 5805,per
920305 Itr.

MACDONALD.C.E.   Transportation   Branch.   92/03/18.   GEER.G.   Commonwealth
Edison Co. 1p. 61060:356-61060:356.

DOCKET 71-5908 MODEL: DOT-6M TYPE B, BABCOCK & WILCOX CO.

9203240249 Advises that QA program approval for radioactive rnatl package:0689 ex-
pired on 920131.Registration as user of Certificate of Compliance 5908 also terminat-
ed.

MACDONALD.C.E. Transportation Branch. 92/02/28. BERLIN.R.E. Manhattan Col-
lege, Riverdale, NY. 1p. 61096:313-61096:313.

9203100050 Notification of 920225 meeting w/B&W Fuel Co in Rockville.MD to discuss
new package design to replace Models NFP-55 & DOT-6M Type B packages.
BAILEY.M.G.    Transportation    Branch.    92/03/05.    Transportation    Branc

60885:355-60885:355.

iranch.    1 p.

9203190009 Requests extension of certificates of compliance for containers undergoing
redesign until 921231.Extension will allow addl testing.purchase of inner containers &
completion of SAR.including time for NRC review of SAR.

OLSEN.A.F. Babcock & Wilcox Co. 92/03/13. MACDONALD.C.E. Transportation
Branch. 1p. 60990:013-60990:013.

DOCKET 71-5939 MODEL: 1500, GENERAL ELECTRIC CO.

9203090215 Informs that effective immediately.encl Certificate of Compliance 5939 re-
vised to delete Model 1500 packagings fabricated by Radiation Sterlizers.lnc.now
SteriGenics Intl.

MACDONALD.C.E. Transportation Branch. 92/03/05. FAIRAND.B.P. SteriGenics Inter-
national (formerly Radiation Sterilizers, Inc.). 3pp. 61249:172-61249:178.

-9203090225 Certificate of compliance 5939,Rev 25 for Model 1500.
MACDONALD.C.E. Transportation Branch. 92/03/05. 4pp. 61249:175-61249:178.

9203110208 Confirms removal from svc.per 920305 Itr.of nine Model 1500 casks.Oak
Ridge Natl Lab also notified to remove three leased casks from svc.
FAIRAND.B.P. SteriGenics International (formerly Radiation Sterilizers, Inc.). 92/03/
06. MACDONALD.C.E. Transportation Branch. 4pp. 60909:283-60909:286.

DOCKET 71-5950 MODEL: BCL-4, BATTELLE COLUMBUS LABORATORY

9203180091 Notifies of intent to use Battelle Columbus Labs radioactive mat! shipping
cask for Model BCL-4.Requests further correspondence re subj licensed transport
cask be forwarded to J Torbitt at listed address.

FIRLIT.J.F. Niagara Mohawk Power Corp. 92/03/10. BERNERO.R.M. Office of Nucle-
ar Material Safety & Safeguards. 5pp. 60977:079-60977:086.

9203250358 Notification of registration as user of Certificate of Compliance 5950,in re-
sponse to 920310 request.

MACDONALD.C.E, Transportation Branch. 92/03/24. TORBITT.J. Niagara Mohawk
Power Corp. 1p. 61163:168-61163:168.

DOCKET 71-5971 MODEL: IPO-200, GENERAL ELECTRIC CO.

9203170208 Requsts that Certificate of Compliance 5971 for Model IPO-200 shipping
container be terminated.Certificate expires on 930228.GE intends to remove shipping
container from svc.

CUNNINGHAM.G.E. General Electric Co. 92/03/11. MACDONALD.C.E. Transporta-
tion Branch. 1p. 60981:355-60981:355.

DOCKET 71-5980 MODEL: GE-600, GENERAL ELECTRIC CO.

9203180417 Requests that Certificate of Compliance 5980 for Model GE-600 shipping
container be terminated.Certificate expires on 950331.GE intends to remove subj
model from svc.

CUNNINGHAM.G.E. General Electric Co. 92/03/11. MACDONALD.C.E. Transporta-
tion Branch. 1p. 60975:306-60975:306.

DOCKET 71-6078 MODEL: 927A1 ft 927C1, COMBUSTION ENGINEERING, INC.

9203060152 Notification of registration as user of Certificate of Compliance 9078,in re-
sponse to 920219 request.

MACDONALD.C.E. Transportation Branch. 92/03/03. BURZYNSKI.M.J. Tennessee
Valley Authority. 1 p. 60867:133-60867:133.

DOCKET 71-6347 MODEL: FSV-3, GENERAL ATOMICS

9203190309 Forwards Certificate of Compliance 6347 Rev 7 for Model FSV-3 shipping
package.

MACDONALD.C.E Transportation Branch. 92/03/18. ASMUSSEN.K.E General
Atomics (formerly GA Technologies, Inc./General Atomic Co.). 1p. 61060:320-
61060:323.

-9203190310 Certificate of compliance 6347,rev 7,for model FSV-3.
* Transportation Branch. 92/03/18. 2pp. 61060:321-61060:323.

DOCKET 71-6601 MODEL: CNS 8-120 A, CHEM-NUCLEAR SYSTEMS, INC.
9203050043 Fowards Certificate of Compliance 6601 Rev 24 for Model CNS 8-120A

MACDONALD.C.E. Transportation Branch. 92/02/27. PAQUIN.P.L, Chem-Nuclear
Systems, Inc. 1p. 60852:204-60852:208.

-9203050046 Certificate of compliance 6601 .for model CNS 8-120A.
MACDONALD.C.E. Transportation Branch. 92/02/27. 4pp. 60852:205-60852:208.
MACDONALD.C.E. Transportation Branch. 92/02/28.12pp. 60866:256-60866:268.
